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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 049301 
ORIGIN EUR- 12 

INFO OCT-01 ISO-OO ERDA-07 EPA-04 OES-06 /030 R 

DRAFTED BY EUR/RPM: AKKORKY : AUE 
APPROVED BY EUR/RPM: AKKORKY 
EPA: FAHARRIS 

ERDA: DHARVEY (IN SUBSTANCE) 

052347 042758/73 

R 050146Z MAR 77 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 
INFO USMISSION NATO 

UNCLAS STATE 049301 

E.O. 11652: N/A 
TAGS: CCMS, ENRG 

SUBJECT: RATIONAL USE OF ENERGY INDUSTRIAL DATA BASE 
MEETING, OXFORD, APRIL 18-20 

REF: LONDON 3110 

1 . PLEASE PASS TO PETER HARRIS FOLLOWING LIST OF MEMBERS 
OF US DELEGATION TO OXFORD DATA BASE MEETING: D. HARVEY - 
CHAIRMAN - ERDA, WASHINGTON; F.A. HARRIS-EPA, WASHINGTON; 

B. TUNNAH-GORDIAN ASSOCIATES, NEW YORK; M. MORTON-RPA, 

CAMBRIDGE, MASSACHUSETTS; T.V. LONG-UNIVERSITY OF CHICAGO; 

J. TITO-CHAIRMAN OF BREWING GROUP, LATROBE, PENNSYLVANIA. 

2. REQUEST HARRIS RESERVE SIX ROOMS RANDOLPH HOTEL FOR 
DELEGATION. IF UNAVAILABLE, DELEGATION WOULD PREFER TO 
STAY AT ANOTHER OXFORD HOTEL AND NOT AT MANAGEMENT CENTER. 

CHRISTOPHER 
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